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AD8400 

8 

l 

+5V 

4mA 

5 

0>VDD 

1K/10K/50K/ 
100K 

100 

23 


2 

2 

1 

1 

4 

4 

2 

2 

S 10MHz 

2 

Y 

N 

A 


8 

$1.25 























































AD8402 

8 

2 

+5V 

4mA 

5 

0>VDD 

1K/10K/50K/ 
100K 

100 

23 


2 

2 

1 

1 

4 

4 

2 

2 

S 10MHz 

2 

Y 

N 
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14 

$1.95 























































AD8403 

8 

4 

+5V 

8mA 

5 

0>VDD 

1K/10K/50K/ 
100K 


23 


2 

2 
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2 

2 

S 10MHz 

2 

Y 

N 
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24 

$2.95 
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1 
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25 
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14 

$2.75 
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